120     DOCKETED ITEMS

-9107150260 "Criticality Analysis of Farley Units 1 & 2 Fresh & Spent Fuel Racks."
FECTEAU.M.W. Westinghouse Electric Corp. BELL.R.M., DURSTON.C. General Elec-
tric Co. 91/03/31. 50pp. 58458:124-58458:174.

9107180004 Suppls 891207 response to Generic Ltr 88-17 re loss of DHR. All hardware
changes necessary for mid-loop operation completed during Unit 1 10th refueling
outage & Unit 2 seventh refueling outage.

WOODARD.J.D. Alabama Power Co. 91/07/08. Document Control Branch (Document
Control Desk). 1p. 58484:208-58484:208.

9107180268 Application for amends to Licenses NPF-2 & NPF-8,changing Tech Specs
to allow use of reload fuel assemblies of VANTAGE-5 design.Two repts withheld.
WQODARD.J.D. Alabama Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 4pp. 58508:111-58510:118.

-9107180284 Advises that WCAP-12769, "Westinghouse Revised Thermal Design Pro-
cedure Instrument Uncertainty Methodology for ALPR.Farley Nuclear Plant.Units 1 & 2
(for RTD Bypass)," proprietary.per 10CFR2.790.

DIPIAZZA.R.P. Westinghouse Electric Corp. 91 /OS/23. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 12pp. 58508:115-58508:125.

-9107180286 "Westinghouse Revised Thermal Design Procedure Instrument Uncertain-
ity Methodology for ALPR.Farley Nuclear Plant,Units 1 & 2 (for RTD Bypass Loops).11
MOOMAU.W.H. Westinghouse Electric Corp. WCAP-12770. 91/05/31. 37pp.
58508:138-58508:177.

-9107180292 Advises that WCAP-12771, "Westinghouse Revised Thermal Design Pro-
cedure Instrument Uncertainity Methodology for ALPR.Farley Nuclear Plant,Units 1 &
2 (for RTD Bypass Loop Elimination)," proprietary.per 10CFR2.790.
DIPIAZZA.R.P. Westinghouse Electric Corp. 91/05/23. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 11pp. 58508:126-58508:137.

-9107180296 "Westinghouse Revised Thermal Design Procedure Instrument Uncertain-
ty Methodology for ALPR.Farley Nuclear Plant,Units 1 & 2 (for RTD Bypass Loop
Elimination)."

MOOMAU.W.H.    Westinghouse   Electric   Corp.   WCAP-12772.   91/05/31.    37pp.
58508:178-58508:215.

-9107180303 Proposed Tech Specs allowing use of reload fuel assemblies VANTAGE-
5 design.
* Alabama Power Co. 91/07/15. 800pp. 58508:216-58510:118.

9107310221 Forwards changes to peak clad temp calculations for small break LOCA
analysts.

WOODARD.J.D. Alabama Power Co. 91/07/26. Document Control Branch (Document
Control Desk). 8pp. 58596:343-58596:350.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035. "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039. "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.UncontrolIed Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York. Inc. 86pp. 58297:207-58297:293.

9107080200 Ack receipt of 910525 response to request for planned actions on MOV
Generic Ltr 89-10 open items identified in Repts 50-348/91-201 & 50-364/91-201
issued 910329.

JULIAN.C.A. Region 2 (Post 820201). 91/06/24. HAIRSTON.W.G. Alabama Power
Co. 2pp. 58386:098-58386:099.

9107160064 Forwards insp rept 50-348/91-12 & 50-364/91-12 on 910513-0614.Noncit-
ed violations identified.

VERRELLI.D.M. Region 2 (Post 820201). 91/06/24. HAIRSTON.W.G. Alabama Power
Co. 3pp. 58418:269-58418:284.

-9107160079 Insp repts 50-348/91-12 & 50-364/91-12 on 910513-0614. Noncited vio-
lations identified.Major areas inspected:review of operational safety verfication.monthly
surveillance.maint observations & refueling activities.

MAXWELL.G.F., MORGAN.M.J., CANTRELL.F.S. Region 2 (Post 820201). 91/06/24.
11pp. 58418:272-58418:284.

9107020092 Responds to NRC Itr re violations noted in insp repts 50-348/91-10 & 50-
364/91-10 on 910424-26 & 910508.Corrective actions;work supervisor & workers dis-
ciplined for failure to follow work sequence.

WOODARD.J.D. Alabama Power Co. 91/06/26. Document Control Branch (Document
Control Desk). 4pp. 58287:263-58287:266.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169  NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107160052 Ack receipt of 910626 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-348/91-10 & 50-364/91-10 issued on 910528.Corrective ac-
tions evaluated & found to meet requirements of 10CFR2.201.
PEEBLES.T.A. Region 2 (Post 820201). 91/07/03. HAIRSTON.W.G. Alabama Power
Co. 3pp. 58418:044-58418:046.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York. Inc. 63pp. 58464:001-58464:065.

9107310066 Forwards insp repts 50-348/91-13 & 50-364/91-13 on 910610-14.No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/07/11. HAIRSTON.W.G. Alabama Power
Co. 3pp. 58588:118-58588:132.

-9107310072 Insp repts 50-348/91-13 & 50-364/91-13 on 91061p-14.No violations
noted.Major areas inspected:radiological effluents.plant water chemistry.transportation
of radwaste & environ monitoring,

CARRION.R.P., DECKER.T.R. Region 2 (Post 820201). 91/07/09. 12pp. 58588:121-
58588:132.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107300204 Responds to Suppl 2 of NRC Bulletin 89-001. "Failure of Westinghouse
Steam Generator Tube Mechanical Plugs." Installation of plugs.fabricated from In-
conel 600, discontinued.

WOODARD.J.D. Alabama Power Co. 91/07/26. Document Control Branch (Document
Control Desk). 4pp. 58610:019-58610:022.

R. Periodic operating reports & related correspondence

9107190127 Monthly operating rept for June 1991 for JM Farley Nuclear Plant Unit
1.W/910715ltr.

MOREY.D.N.,   WOODARD.J.D.  Alabama   Power  Co.   91/06/30.   5pp.   58485:075-
58485:079.

S. Reportable occurrences, LERs & related correspondence

9107020380 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.Initially reported on 910620.Supplemen-
tal test instructions will be provided to all affected utils.

TRITCH.S.R. Westinghouse Electric Corp. 91/06/24. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 4pp. 58282:002-58282:005.

9107160061 PNO-ll-91-041:on 910702,electrician received second degree flash burns
on right arm.face & neck.Safety glasses precluded eye damage.Electrician retained at
hosp for routine observation.No personal contamination involved.
WRIGHT.R.W. Region 2 (Post 820201). 91/07/02. 1p. 58418:074-58418:074.

9107160373 LER 91-002-00:on 910408,temporary strainer discovered installed in pump
suction  piping of charing pumps 1B &  1C.  Caused by inadequate planning &
documentation.Strainers removed from charging pumps.W/910710 Itr.
MOREY.D.N.,   WOODARD.J.D.  Alabama  Power  Co.  91/07/10.   6pp.   58500:104-
58500:109.

DOCKET 50*352 LIMERICK GENERATING STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9107150012 Forwards insp rept 50-352/91-14 & 50-353/91-15 on 910428- 0601.NO vio-
lation noted.

BLOUGH.A.R. Region 1 (Post 820201). 91/07/03. SMITH.D.M. Philadelphia Electric
Co. 3pp. 58403:019-58403:035.

-9107150013 Insp repts 50-352/91-14 & 50-353/91-15 on 910428-0601.No violations
noted.Major areas inspected:plant operations, radiation protection.surveillance &
rnaint.ernergency preparedness.security & engineering & technical support.
DOERFLEIN.LT. Region 1 (Post 820201) ------------- ' ' ----------------------

01). 91/07/03. 14pp. 58403:022-58403:035.

H. General correspondence

9107010143 Forwards 810521 Itr from WN Hedeman & 910528 Itr from K DelGrosso to
facilitate resolution of EPA request for removal from NRC mailing lists for documents
dealing w/ nuclear power plants located in states assigned to Region 3.
BUTLER.W.R. Project Directorate I-2. 91/06/25. DELGROSSO.K. Environmental Pro-
tection Agency. 3pp. 58256:322-58256:331.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107150201 Rev 1 to Updated FSAR for Limerick Generating Station.Units 1 & 2.W/
910628 Itr.
HELWIG.D.R. Philadelphia Electric Co. 91/06/28.1,089pp. 58423:060-58426:159.

9107310074 Forwards revised page replacement instructions to Rev 1 to updated
FSAR.

BECK.GJ. Philadelphia Electric Co. 91/07/22. Document Control Branch (Document
Control Desk). 25pp. 58606:288-58606:312.

NU-102, "Fitness For Duty."
